Sent: 

To: 

Subject: 


From: 


contactgov [/0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 

(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=7CE8741105614AFE8A8CC762547A4B2C-CONTACTGOV] 

9/28/2017 8:41:09 AM 

kakiroberts54@gmail.com 

RE: Form submission from: Contact Governor Cooper 


Good Morning Kaki, 

Thank you for contacting Governor Cooper's Office. We appreciate you taking the time to voice your concerns about the 
401 Water Permit. Your comments have been documented for review as Governor Cooper continues to review this 
matter. 

We encourage you to check out the Governor's website www.governor.nc.gov and his social media pages periodically 
for new updates regarding this issue and others. 

Kind regards, 

The Office of Governor Roy Cooper 
Office of Public Engagement 
919-814-2000 

From: govrequests@nc.gov [mailto:govrequests@nc.gov] 

Sent: Wednesday, September 27, 2017 9:22 PM 
To: contactgov <contactgov@nc.gov> 

Subject: Form submission from: Contact Governor Cooper 

Submitted on Wednesday, September 27, 2017 - 9:21 pm 

Submitted by anonymous user: 10.10.55.169 

Submitted values are: 

First Name Kaki 
Last Name Roberts 
City Asheville 
State NC 

Email kakiroberts54@gmail.com 
Phone Number 828-236-1527 
Message 

I OPPOSE granting a 401 water permit for the construction of the proposed Atlantic Coast Pipeline. This 
construction would be devastating to our state's environment and to the health of the people of North Carolina. 
Please, Governor Cooper, do all in your power to end this destructive project. Help us convert to non-fossil 
forms of energy. We can do it, and we can save our planet. You have such power to make a difference for good 
and to turn us away from this destructive path. 

The results of this submission may be viewed at: 

https://governor.nc.gov/node/ll/submission/22626 





















